Brief comment text:

It is not fair to existing users of the existing 900MHZ UNLICENSED ISM BAND to accept interference from a commercial entity.  This "public comment" isn't an acceptable replacement for the millions of 900MHZ unlicensed devices that could be impacted by this overlap.  Please consider users of existing low power products that will need to be replaced and the loss open source and community projects will experience.
